

PHILIP MORRIS 

U.S.A. 

OPERATIONS CENTER: 615 MAURY STREET, RICHMOND, VIRGINIA 23234 TELEPHONE (804) 274-2000 

September 18, 2002 


via Overnight Mail 

Robert A. Earl, Ph.D. 

Science Director - Clinical Science 
MDS Pharma Services 
621 Rose Street 
Lincoln, NE 68502 

Re: Project Agreement Number 24 - “A Controlled Study Comparing the Long- 
Term Exposure to Smoke Constituents of Marlboro Ultra Lights and SCoR2003-6 
(Test Cigarette J5) Cigarettes in Adult Smokers” 

Dear Dr. Earl: 

I am pleased to enclose the fully executed Project Agreement Number 24 as referenced 
above between MDS Pharma Services (US) Inc. and Philip Morris Incorporated. 

If anything further is needed, I can be reached at (804) 274-2090 or via e-mail at 
Loreen.L.Carchman@pmusa.com . 

Sincerely, 

(^guuu^yf. COAdjML^ 

Loreen L. Carchman 
Manager, Programs and Planning 

Enclosure 

cc: V. King (w/o Enel.) 

H. Roethig (w/ Enel.) 


PM3006736256 


Source: https://www.industrydocuments.ucsf.edu/docs/jyyx0001 



